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9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203160102 Identifies changes to scope of Control Room upgrades to correct human
engineering deficiencies identified in response to NUREG-0737,ltem I.D.1 & Station
Blackout Rule 10CFR50.63.

CREEL.G.C. Baltimore Gas & Electric Co. 92/03/06. Document Control Branch (Doc-
ument Control Desk). 2pp. 60969:258-60969:259.

9203260137 Advises that util 920211 request for temporary relief from ASME Code re-
quirements to delay repair of leak in refueling water tank & safety injection line until
unit 2 refueling outage.scheduled for spring 1993,granted.SE encl.
CAPRA.R.A. Project Directorate 1-1. 92/03/20. CREEL.G.C. Baltimore Gas & Electric
Co. 3pp. 61113:356-61113:362.

-9203260143 Safety evaluation granting util 920211 request for temporary relief from
ASME Code requirements to delay repair of leak in refueling water tank & safety injec-
tion line until next refueling outage.scheduled for spring of 1993.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 92/03/20. 4pp.
61113:359-61113:362.

9203310312 Forwards amend 148 to license DPR-69 & safety evaluation. Amend re-
vises Tech Specs 4.6.2.1.b.1,4.6.2.1.b.2,4.6.2.2.b & 4.6.3.1.d.2 re testing of contain-
ment spray valves & pumps.

MCDONALD.D.G. Project Directorate 1-1. 92/03/27. CREEL.G.C. Baltimore Gas &
Electric Co. 3pp. . 61195:286-61195:300.

-9203310313   Amend   148   to   license   DPR-69.revising   Tech   Specs   4.6.2.1.b.1,
4.6.2.1.b.2,4.6.2.2.b & 4.6.3.1.d.2 re testing of containment spray valves & pumps.
MCDONALD.D.G. Project Directorate 1-1. 92/03/27. 6pp. 61195:289-61195:294.

-9203310315 Safety evaluation supporting amend 148 to license DPR-69.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/27. 6pp.
61195:295-61195:300.

Q. inspection reports, IE Buiietins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operationaf Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037  NRC Info Notice 92-014. "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21, Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York. Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11 pp. 60948:140-60948:150.

9203060003 Submits steam generator tube insp rept.Unit 1 steam generators inspected
in May 1990 & Unit 2 generators inspected in Oct 1990-No insps performed in 1991.
DENTON.R.E. Baltimore Gas & Electric Co. 92/02/28. Document Control Branch
(Document Control Desk). 2pp. 60867:032-60867:033.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203100291 Forwards safety insp repts 50-317/92-08 & 50-318/92-08 on 920224-
27.No violations noted. Radwaste program & transportation continue to improve,as
does plant chemistry program in support of radwaste.

JOYNER.J.H. Region 1 (Post 820201). 92/03/02. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 3pp. 60845:184-60845:193.

-9203100294 Insp repts 50-317/92-08 & 50-318/92-08 on 920224-27.NO violations
noted.Major  areas   inspected:transportation,solid   radwaste  &   radiation   protection
program.including mgt organization.process control plan & assurance of quality.
FURIA.J..   PASCIAK.W.   Region   1   (Post   820201).   92/02/28.   7pp.   60845:187-
60845:193.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.G.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203120082 Advises of corrective action schedule re cable-separation deficiencies iden-
tified in Combined Resident Insp Repts 50-317/89-27 & 50-318/89-28.All cable trays
outside Cable Spreading Rooms have been corrected.

CREEL.G.G. Baltimore Gas & Electric Co. 92/03/04. Document Control Branch (Doc-
ument Control Desk). 2pp. 60918:253-60918:254.

9203190183 Discusses safety insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215
& forwards notice of violation.lnspector discovered no procedures exist for operation
of containment emergency air locks.

COWGILL,C.J. Region 1 (Post 820201). 92/03/12. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 3pp. 60970:001-60970:026.

-9203190190 Notice of violation from insp on 920105-021 S.Violation noted:no proce-
dures existed for operation of unit 1 emergency air lock door.

*  Region 1 (Post 820201). 92/03/12. 1p. 60970:004-60970:004.

-9203190199 Insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215. Violations
noted.Major areas inspected:plant operations, radiological protection.surveillance &
maint.emergency preparedness.security & engineering & technical support.
NICHOLSON.LE. Region 1 (Post 820201). 92/03/12. 22pp. 60970:005-60970:026.

R. Periodic operating reports & related correspondence

9203060039 "Annual Rept of Changes.Tests & Experiments.Calvert Cliffs Nuclear
Power Plant 1991." W/920228 Itr.

CREEL.G.C., DENTON.R.E. Baltimore Gas & Electric Co. 91/12/31. 25pp. 60881:015-
60881:039.

9203040240 Forwards semi-annual fitness for duty program performance data for period
ending Jul-Dec 1991 .per 10CFR26.71(d).

GUARNIERI.S.R. Baltimore Gas & Electric Co. 92/02/01. Document Control Branch
(Document Control Desk). 11pp. 60813:001-60813:011.

9203030097 Forwards "Calvert Cliffs Effluent & Waste Disposal Semiannual Rept,Jul-
Dec 1991." Rept does not include analytical results for strontium for Fourth Quarter
1991. Results will be provided in updated rept.

DENTON.R.E. Baltimore Gas & Electric Co. 92/02/24. Document Control Branch
(Document Control Desk). 1p. 60804:320-60804:345.

-9203030101 "Calvert Cliffs Nuclear Power Plant Effluent & Waste Disposal Semiannu-
al Rept,Jul-Dec 1991."

*  Baltimore Gas & Electric Co. 91/12/31. 22pp. 60804:321-60804:345.

9203030108 "Annual Rept of Power-Operated Relief & Safety Valve Failures & Chal-
lenges for 1991."

DENTON.R.E. Baltimore Gas & Electric Co. 92/02/26. Document Control Branch
(Document Control Desk). 2pp. 60805:028-60805:029.

9203190162 Monthly operating repts for Feb 1992 for Calvert Cliffs- Nuclear Power
Plant,Units 1 & 2.W/920313 ftr.

SHANLEY.L, DENTON.R.E. Baltimore Gas & Electric Co. 92/02/29. 11pp.
60998:166-60998:176.

S. Reportable occurrences, LERs & related correspondence

8711020139 Comments on AO rept to Congress for third quarter CY87.North Anna
steam generator tube rupture event on 870715 should be added to Encl 1,Page 4 &
word Techneturn should be corrected to Technetium on Page S.Paragraph B.4.
MACKINNON.J.B. Incident Response Branch. 87/10/29, HARPER.M.R. Trends & Pat-
terns Analysis Branch. 1 p. 60811:052-60811:052.

9203240242 PNO-l-92-012:on 920319,site emergency DGs declared inoperable & shut-
downs commenced on both units following design review conducted as result of NRC
electrical distribution safety functional insp.State of MD notified.
NICHOLSON.L. Region 1 (Post 820201). 92/03/19. 3pp. 61056:270-61056:272.

V. Operator Examinations

9203050169 Notification of contract execution.task order 138, "Reactor Operator Li-
censing Initial Exams.Calvert Cliffs Nuclear Power Plant," to "Technical Assistance to
Support Licensing Activities." ContractorSonalysts.lnc.

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
24. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 60807:133-60807:137.

-9203050176 Ltr contract NRC-03-89-031,definitizing task order 138, "Reactor Operator
Licensing Initial Exams.Calvert Cliffs Nuclear Power Plant," under contract.
SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
20. PETERSEN.LR. Sonalysts, Inc. 4pp. 60807:134-60807:137.

Y. Dry Cask Independent Spent Fuel Storage Installations

9203240157 Summary of 920302 meeting w/BGE in Rockville.MD to discuss draft TSs
for proposed Part 72 license for ISFSI.

STURZ.F.C. Source Containment & Devices Branch (Post 911213). 92/03/17.
HAUGHNEY.CJ. Source Containment & Devices Branch (Post 911213). 31pp.
61202:265-61202:295.

9203250367 Summary of 920303 meeting w/util in Rockville.MD re draft TS for pro-
posed Part 72 license for ISFSI.Draft TS & attendance list encl.
STURZ.F.C.  Source  Containment  &  Devices  Branch   (Post  911213).  92/03/17.
HAUGHNEY.C.J.  Source  Containment  &  Devices  Branch  (Post 911213).  31pp.
61163:135-61163:165.
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F. Security, medical, emergency & fire protection plans

9203090389 Public version of revised EPIPsjnctuding rev 4 to EPIP-TMI-.06 & rev 2 to
EPIP-TMI-.06.W/920304 release memo.

*  General Public Utilities Corp. - GPU Service Corp. 92/02/19. 30pp. 60853:001-
60853:032.7:050.
